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Corrections 

Corrections 


Page 

Contents 

AS-IS 

TO-BE 

Reason 

2015-11-13 


Version 

150204SU 

151113SU 


4p 

Main Specifucation > Description > Table size (XxY) 

2500 mm x 1000 mm (98.4 inch x 39.4 inch) 

4000mm x 2500mm (157.5 inch x 98.4 inch) 

Error change 



